Norfork Dam is being constructed across the 
North Fork River in Baxter County, Arkansas, 
13 miles southeast of Mountain Home, 
Arkansas. Norfork Reservoir will be one unit 
of a comprehensive reservoir system on the 
White River and tributaries. Considering the 
volume of concrete, Norfork Dam, when com¬ 
pleted, will be the fifth largest concrete dam 
in the United States. 
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